TRINITY  CHURCH.  Broadway  and  Wall 
St.,  New  York  City. 

THE  CHURCH  YARD  CROSS.  The  cross 
is  39  ft.  high  and  is  constructed  of  four 
huge  blocks  of  Indiana  limestone,  from 
which  the  figures  are  carved.  It  was 
erected  by  Mrs.  M.  Orme  Wilson  in  mem- 
ory of  her  mother,  Caroline  Webster  Astor. 
The  Cross  was  dedicated  May  30.  1914. 
Thomas  Nash,  architect. 
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